To:  Petri,  Elliott[Elliott. Petri@WestonSolutions.com];  Matt  Francis 

(m.francis@e  rile. com)[m. francis@eriic.com] 

From:  Way,  Steven 

Sent:  Wed  7/22/2015  3:50:00  AM 

Subject:  FW:  [FWD:  Med  Evac  Planning  - LZ  re  Red  and  Bonita  / Gold  King  ?] 


Here’s  some  information  about  the  EMS  dispatch  system  here.  I am  not  sure  how  a 91 1 call 

from  a Sat  phone  will  work.  We  could  try  the  number  that  the  sheriffs  office  number  and  ask: 
970-387-5531,  which  is  in  Silverton. 


Steve 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 


From:  Kimmet  Holland  [mailto:kholland@ssjcaa.org] 

Sent:  Tuesday,  July  21,  2015  4:42  PM 
To:  Way,  Steven 

Cc:  pete@maiselx.com;  'Jim  Donovan' 

Subject:  RE:  [FWD:  Med  Evac  Planning  - LZ  re  Red  and  Bonita  / Gold  King  ?] 


Hi  Steve, 

I’m  glad  we  are  able  to  help  you  with  your  emergency  preparedness.  Our  dispatch  operations  is 
actually  through  the  State  Police  dispatch  center  in  Montrose.  They  do  all  the  dispatching  for 
San  Juan  County  including  sheriff,  fire,  EMS  and  SAR.  DOT  is  currently  being  dispatched  out  of 
Alamosa  dispatch  center,  but  I hear  a rumor  it  may  go  back  to  Montrose. 
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The  best  way  to  activate  an  emergency  response  anywhere  in  SJC  is  to  call  91 1 . SJC  does  not 
have  a dispatcher  on  duty  at  this  time.  But  each  agency  does  have  access  to  the  paging  system 
should  it  be  necessary. 

Let  me  know  if  I can  be  of  further  assistance.  I wish  you  good  luck  with  your  project. 


Kimmet  Holland 
Director 


Silverton  San  Juan  County  Ambulance  Association 

1428  Greene  Street,  Suite  2D 

P.O.  Box  493 

Silverton,  Colorado  81433 

Email:  kholland@ssicaa.org 

Cell:  970.403.9082 

Office:  970.387.5887 


“Confidentiality  Notice” 

The  documents  accompanying  this  telecopy  transmission  contain  confidential  information 
belonging  to  the  sender  that  is  legally  privileged.  This  informations  is  intended  for  the  use  of  the 
individual  or  entity  named  above.  The  authorized  recipient  of  this  information  is  prohibited  from 
disclosing  this  information  to  any  other  party  and  is  required  to  destroy  the  information  after  its 
stated  need  has  been  fulfilled,  unless  otherwise  required  by  state  or  federal  law. 

If  you  are  not  the  intended  recipient,  you  are  hereby  notified  that  any  disclosure,  copying, 
distribution,  or  action  taken  in  reliance  on  the  contents  of  these  documents  is  strictly  prohibited. 

If  you  have  received  this  telecopy  in  error,  please  notify  sender  immediately  to  arrange  for  return 
of  these  documents. 
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From:  Way,  Steven  fmailto:way.steven@epa.qovl 

Sent:  Thursday,  July  16,  2015  5:02  PM 
To:  Kimmet  Holland 

Cc:  pete@maiselx.com:  Jim  Donovan 

Subject:  Re:  [FWD:  Med  Evac  Planning  - LZ  re  Red  and  Bonita  / Gold  King  ?] 


Hello  Kimmet, 


Thank  you  for  the  follow  up  and  LZ  coordinates.  We  assume  that  any  need  for  such  support  will 
be  initiated  by  your  SJC  dispatch  is  that  correct  ? 


Again,  thank  you  - sincerely. 


Steve 


303-886-1640.  Cell 
Sent  from  my  iPhone 

On  Jul  16,  2015,  at  3:35  PM,  Kimmet  Holland  <kholland@ssicaa.org>  wrote: 
Mr.  Way  and  Mr.  Maisel, 


Thanks  for  contacting  us  regarding  the  LZ  nearest  the  area  you  are  working  in.  You  are 
correct  in  that  Gladstone  is  a predetermined  LZ  for  our  medical  helicopters.  The  exact 
coordinates  are:  N 37  ® 53.347’  W 107®  38.935’  Elevation:  10,570  feet. 

I hope  this  answers  your  question.  Let  me  know  if  you  need  anything  further.  Good  luck  on 
your  project. 


Kimmet  Holland 
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Director 


Silverton  San  Juan  County  Ambulance  Association 

1428  Greene  Street,  Suite  2D 
P.O.  Box  493 
Silverton,  Colorado  81433 
Email:  kholland@ssicaa.org 
Cell:  970.403.9082 
Office:  970.387.5887 


“Confidentiality  Notice” 

The  documents  accompanying  this  telecopy  transmission  contain  confidential  information 
belonging  to  the  sender  that  is  legally  privileged.  This  informations  is  intended  for  the  use 
of  the  individual  or  entity  named  above.  The  authorized  recipient  of  this  information  is 
prohibited  from  disclosing  this  information  to  any  other  party  and  is  required  to  destroy  the 
information  after  its  stated  need  has  been  fulfilled,  unless  otherwise  required  by  state  or 
federal  law. 

If  you  are  not  the  intended  recipient,  you  are  hereby  notified  that  any  disclosure,  copying, 
distribution,  or  action  taken  in  reliance  on  the  contents  of  these  documents  is  strictly 
prohibited.  If  you  have  received  this  telecopy  in  error,  please  notify  sender  immediately  to 
arrange  for  return  of  these  documents. 


From:  pete@maiselx.com  [mailto:pete@maiselx.com1 

Sent:  Wednesday,  July  15,  2015  4:06  PM 

To:  kholland@ssicaa.org 

Subject:  [FWD:  Med  Evac  Planning  - LZ  re  Red  and  Bonita  / Gold  King  ?] 
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Pete  Maisel 


Maisel  Excavation, LLc 
Bent  Elbow  Hotel 
970-759-9291 

pete@maiselx.com 


Original  Message 

Subject:  Med  Evac  Planning  - LZ  re  Red  and  Bonita  / Gold  King  ? 
From:  "Way,  Steven"  <wav.steven@epa.qov> 

Date:  Tue,  July  14,  2015  9:53  pm 

To:  "pete@maiselx.com"  <pete@maiselx.com> 

Cc:  "Matt  Francis  (m.francis@erllc.comV'  <m.francis@erllc.com> 

Pete, 


If  you/San  Juan  Cnty  FD  have  an  established  LZ  with  Flight  For  Life  we’d  like 
to  know  that  and  where  it  is.  We  were  looking  at  the  area  near  the  site  (our 
laydown  area  where  we  were  discussing  pipe  alignments)  and  wondering  if 
that  would  work,  but  I assume  the  Gladstone  could  be  one  if  needed. 


Thanks  and  let  me  know. 


Steve 


Steven  Way 

Federal  On-Scene  Coordinator 
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Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 
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